§ 17. Same; limit of debate in each House, 3 USCA § 17 


United States Code Annotated 


Title 3. The President (Refs & Annos) 
Chapter 1. Presidential Elections and Vacancies (Refs & Annos) 


3 U.S.C.A. § 17 
§ 17. Same; limit of debate in each House 


Currentness 


question five minutes, and not more than once; but after such debate shall have lasted two hours it shall be the duty of the 
presiding officer of each House to put the main question without further debate. 
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(June 25, 1948, c. 644, 62 Stat. 676.) 
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